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This manual contains general information pertaining to the operation of the HP 7906 Disc 
Drive, one of a family of disc storage drives. Hewlett-Packard's disc manufacturing experi- 
ence includes more than 21,000 customer shipments. Engineering and manufacturing 
excellence have been emphasized in the HP tradition to ensure that the entire disc drive 
family exhibit the performance, reliability, and serviceability that have established HP 
products as a marketplace standard. Complete service is offered for the disc drive from 172 
Hewlett-Packard service offices around the world. 



NOTICE 

The information contained in this document is subject to change without notice. 

HEWLETT-PACKARD MAKES NO WARRANTY OF ANY KIND WITH REGARD TO THIS 
MATERIAL, INCLUDING, BUT NOT LIMITED TO, THE IMPLIED WARRANTIES OF MER- 
CHANTABILITY AND FITNESS FOR A PARTICULAR PURPOSE. Hewlett-Packard shall 
not be liable for errors contained herein or for incidental or consequential damages in 
connection with the furnishing, performance or use of this material. 

This document contains proprietary information which is protected by copyright. All rights 
are reserved. No part of this document may be photocopied or reproduced without the prior 
written consent of Hewlett-Packard Company. 



HP 7906 Disc Drive 




Hewlett-Packard began as a small company in 1939 in Palo Alto, California. William Hewlett 
and David Packard, two Stanford University graduate engineers, built their first product, a 
resistance-capacity audio oscillator, with an original investment of $538. This oscillator was 
easier to use, more stable, and less expensive than others available at the time. The first 
sale was to a Walt Disney Studios engineer who was impressed enough by the oscillator to 
order eight to be used in filming the movie "Fantasia." 

With this modest start, the company grew in its first ten years from annual sales of $5,000 to 
$2 million and a total of 200 employees. By 1959, an expanding product line of electronic 
test and measurement instruments produced sales of $50 million and employment ex- 
ceeded 2,000. 

In the 1960's the demand for increasingly sophisticated electronic equipment led to the 
development of the first Hewlett-Packard minicomputer and the first Hewlett-Packard 
desktop calculator. These products were designed to interface easily with test and meas- 
urement instruments and thus make measuring more efficient and accurate. By the end of 
the 60's decade, the total corporate sales were more than $336 million. 



Through continued growth in the 1970's, Hewlett-Packard today is a major manufacturer of 
electronic equipment for measurement and computation and is rapidly becoming the world's 
leading manufacturer of minicomputer and calculator based mass storage devices. Noted 
for design excellence and superb reliability, over 21,000 disc drives have been shipped to 
date. The company now employs over 44,000 people throughout the world, with annual 
sales in excess of one billion dollars. 



GENERAL DESCRIPTION 

The HP 7906 Disc Drive is a high-performance, random-access, mass-storage device 
designed for use as a peripheral unit with small- and medium-size systems. The disc drive 
has a combination fixed disc and a front-loading, removable disc cartridge. 

All HP 7906's contain a sophisticated fault detection system which senses abnormal drive 
conditions and indicates the fault through a group of four light-emitting diode indicators on 
the control printed-circuit assembly. This advanced serviceability feature facilitates 
troubleshooting and reduces time to diagnose and repair failures. 

In addition, HP 7906's which contain an integrated controller have a self-test feature which 
further facilitates troubleshooting. 



DISC MEDIA 

The HP 12940A Formatted Disc Cartridge is uniquely and individually tested and certified to 
meet Hewlett-Packard's stringent requirements for error-rate performance, mechanical 
balance, and surface flatness. Because of the unique interdependence of the disc drive and 
the disc cartridge, Hewlett-Packard's published specifications, disc drive performance, and 
reliability can only be assured when using the HP 12940A Disc Cartridge. For the above 
reasons, if the HP 7906 Disc Drive is operated using a disc cartridge other than the HP 
12940A Disc Cartridge and damage occurs as a result, Hewlett-Packard will nor be respon- 
sible for the repair or the resulting damage under either warranty or an HP service contract. 

Extensive testing of the HP 7906 Disc Drive in conjunction with the HP 12940A Disc 
Cartridge has ensured the best possible disc media error performance and interchangeabil- 
ity of disc cartridges between HP 7906 Disc Drives (operating within the performance 
specifications and within environmental limits) throughout the warranty period of the disc 
drive. 

The disc media consists of two magnetic-oxide-coated discs. Both surfaces of the cartridge 
disc and the bottom surface of the fixed disc are data surfaces. The top surface of the fixed 
disc is used to store servo information which controls positioning of the read/write heads. 
There are 41 1 cylinders available for information storage. Each cylinder consists of four 
tracks, one on each surface of the cartridge disc and two on the lower surface of the fixed 
disc. When formatted, each data track is subdivided into 48 data sectors. Each data sector 
is capable of storing up to 128 words of data. A data word consists of 16 bits of information. 



ENVIRONMENTAL CONSIDERATIONS 

TEMPERATURE 

Although the HP 7906 Disc Drive has been designed and manufactured to operate over a 
wide range of environmental conditions, it is important to use the disc drive within the limits 
specified in table 1 to ensure disc cartridge interchangeability. 



Table 1. Temperature/Humidity Considerations 

AMBIENT TEMPERATURE 

Operating: 1 o°C to 40°C (50°F to 1 04°F) rate of temperature change 

not to exceed 10°C (18°F)/hour 

Non-Operating: -40°C to 65°C (-40°F to 149°F) rate of temperature 

change not to exceed 20°C (36°F)/hour 

RELATIVE HUMIDITY 

Operating: 8% to 80% with maximum wet bulb temperature not to 

exceed 25.6°C (78°F), non-condensing 
Non-Operating: 5% to 95% 

Note: The disc drive must not be turned on if there are signs of moisture 

condensation in or on the disc drive. 

ALTITUDE 

Operating: Sea level to 4 572 m (15,000 ft) 

Non-Operating: 304.8 m (1 ,000 ft) below sea level to 1 5 240 m (50,000 ft) 



The temperature of the disc cartridge with respect to the disc drive must be within ±3°C 
(±5.4°F) of each other to ensure optimum performance. If the waiting time is not critical and 
disc cartridges are stored in another area, the temperature of the storage area should be 
maintained between -15°C and 60°C (5°F and 140°F) with the relative humidity between 
and 95 percent. If the temperature and relative humidity of the storage area are different 
than the operating area, the disc cartridges must be allowed 2 hours for environmental 
stabilization when brought into the operating area. 



CLEANUNESS 

Shown on the following page are the critical elements involved in the disc read/write 
process, i.e., the read/write gap, the flying height of the heads, and the thickness of the 
oxide coating on the disc surfaces. The flying height is an average value due to the surface 
irregularities of both heads and disc. Also shown are various types of contaminants and their 
size relationships. A contaminant particle hard enough and of the right size may scratch 
either the oxide coating or the head surface. Even if not hard enough to scratch, it may be 
large enough to increase the head disc spacing, thereby causing data errors. Therefore, to 
prevent potential damage or data losses, it is extremely important to maintain the cleanli- 
ness of the air within the disc drive. 

Air entering the disc drive passes through a prefilter, which traps the larger contaminant 
particles, and then through an absolute filter, which traps 99 percent of all contaminants 
down to 0.3 micron in size. By trapping the larger particles, the prefilter extends the life of the 
more costly absolute filter. To ensure that clean air will be present, the air flow through the 
filters must be checked on a regularly scheduled basis. The preventive maintenance 
schedule requires that the absolute filter output air pressure be measured every six months 
when the disc drive is operated in a clean environment. When the disc drive is operated in a 
severe environment, such as one in which unusual amounts of dust, smoke, moisture, oil 
vapor, or other foreign matter are present, the absolute filter output air pressure should be 
measured more frequently. Refer this measurement and any filter replacement to service- 
trained personnel. 



HUMAN HAIR 

0.01 CENTIMETER DIA 

(0.003 IN. OIAI 



SMOKE PARTICLE 
6.35 MICRONS 
(260 MICROINCHESI 

READ/WRITE GAP 
2.54 MICRONS 
(100MICROINCHES) 

1.14 MICRONS (45 MICROINCHESI - 
FLYING HEIGHT OF REMOVABLE DISC 
SURFACES AND SERVO SURFACE OF 
FIXED DISC. (DATA SIDE OF FIXED DISC 
HAS A 30-MICROINCH FLYING HEIGHT. 



OXIDE COATING 
THICKNESS 
2.29 MICRONS 
(90 MICROINCHESI 




ALUMINUM SUBSTRATE 
9.19 CENTIMETERS 
(90 MICROINCHESI . 



■ DIRECTION OF ROTATIDNiiS COUNTERCLOCKWISE. 
"SURFACE SPEED AT 3600 RPM IS 150 MILES PER HOUR. 



Head/Media Critical Elements 

STORAGE 

Special considerations must be taken for storage of disc cartridges. It is highly desirable to 
have disc cartridges stored in environmental surroundings that are nearly identical with 
those of the operating area. Storing disc cartridges in the same area where the disc drive is 
located will avoid the waiting time for disc drive and disc cartridge temperature equalization. 

Disc cartridges should always be stored in a clean, dust-free area and should not be stacked 
more than two high when lying flat. It is advisable to provide storage cabinets with shelves 
adjusted to the appropriate height. Disc cartridges should not come in contact with any 
magnetic material and should not be stored directly on top of the disc drive. A magnetic field 
with an intensity greater than 50 oersteds near a disc cartridge can cause loss of informa- 
tion. 

ACCESSORIES 

The following accessories may be ordered with the disc drive or separately from your local 
Hewlett-Packard Sales and Service Office. A list of HP Sales and Service Offices is 
provided at the back of this manual. 



HP Model tin Description 

HP 105,11 B ----- HP-iB Interface Caole {? m) <fl.55 ft) 

HP 12904A Slide Mounting Kit 

HP l?940A Formatted Disc Cartridge 

HP 13013B Multi-Unit Cable (3.66 m) 112 1) 

HP 13013B 001 Multi-Unit Cable (1.83 m) (6 ft) 

HP 130138-002 Multi-Unit Cable (5 49 m) 08 ft) 

HP 13013B-003 Multi-Unit Cable (2.44 m) (8 ft) 

HP 13213B Data Caole (3.0b nj (10 ft) 

HP 13213B-00' Data Cab!:: (7 62 m; (25 ft) 

HP 13213B-0C2 Oiihi Cable (15 24 m) (50 ft) 

HP 132138-003 Data Cable (22 86 m) (75 ft) 

HP 13213B-004 Data Cable (1.83m) (6 ft) 



SUPPORTING DOCUMENTATION 
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Office. Sales and Service Offices are listed at the back of this manual. 



• HP 7906 Disc Drive Installation Manual, part no. 07906-90902. 

• HP 7906 Disc Drive Service Manual, part no. 07906-90903. 



OPERATING PRECAUTIONS 



WARNING 



The disc drive does not contain operator- 
serviceable parts. To prevent electrical shock, 
refer all installation and maintenance activities to 
service-trained personnel. 

The operator should observe the following precautions when operating the disc drive: 



• 



The disc drive has a strong magnetic field; do not wear a wrist watch when working near 
the top rear of the disc drive. 



• Do not place magnetic media on top of the disc drive. 

• Observe all warning and caution labels affixed to the disc drive. 



• 



In normal operation the heads "fly" over the disc surfaces on a thin cushion of air. Dust 
or other contaminants between the head and the disc can cause the head to contact the 
disc and possibly damage the disc and/or the head. Operate the disc drive in a clean 
area to minimize the chance of this malfunction occurring. 

• If head and disc contact should occur as described above, do not attempt to retrieve 
data by placing the potentially damaged disc cartridge in another drive. Also, do not 
place another disc cartridge in this drive until the drive and disc cartridge have been 
checked by service-trained personnel. 

OPERATING PROCEDURES 

The following paragraphs provide the basic operating procedures for the disc drive. Included 
is a procedure for startup, changing a disc cartridge, changing logical unit identification, 
shutdown, and responding to disc drive faults. 

STARTUP PROCEDURE 

To operate the disc drive, proceed as follows: 

a. Set the RUN/STOP switch to the STOP position. 

b. Push in on the bottom edge of the control panel access door to open it. 

c. Set the DISC PROTECT switches as desired. 

d. Set the FORMAT switch as desired. 

e. Set the UNIT SELECT switch to correspond to the desired disc drive logical unit 
address (Hewlett-Packard Interface Bus device address for disc drives with an inte- 
grated controller) which will permit proper operation with the system. 



f. Set the POWER switch (at rear of disc drive) to the 1 (or on) position. (On earlier 
versions of the HP 7906, a POWER/OFF switch is located on the operator control panel 
behind the control panel access door.) Observe that the Unit Select Identification and 
DOOR UNLOCKED indicators light. 

g. Close the control panel access door. 

h. Open the cartridge access door by pulling out and down on its recessed upper edge. 



CAUTION 



If head and disc contact should occur, as described 
under OPERATING PRECAUTIONS, do not attempt to 
retrieve data by placing the potentially damaged disc 
cartridge in another drive. Also, do not place another 
disc cartridge in this drive until the drive and disc car- 
tridge have been checked by service-trained 
personnel. 

i. Carefully insert an HP 12940A Formatted Disc Cartridge, access-door end first, until it 
is seated fully. 

j. Close the cartridge access door. 

K. Set the RUN/STOP switch to RUN. The DOOR UNLOCKED indicator will go out and 

after the startup sequence is complete (one minute or less) the DRIVE READY 

indicator will light. The DRIVE FAULT indicator will light only if a malfunction occurs. 

Also, for disc drives with an integrated controller, the SELF TEST FAILED indicator will 

i ,nk while the self test is running and light steady if the disc drive fails the self test. 

CHANGING A DISC CARTRIDGE 

To change a disc cartridge, proceed as follows: 

a. If the disc drive is operating, set the RUN/STOP switch to STOP. The DRIVE READY 
indicator will go out immediately. 

b. Allow the spindle to halt (30 seconds or less). The DOOR UNLOCKED indicator will 
light indicating that the cartridge access door may be opened. 

c. Open the cartridge access door by pulling out and down on its recessed upper edge. 

d. Firmly grasp the disc cartridge and slowly pull it straight out. 

e. Carefully insert the new disc cartridge, access-door end first, until it is seated fully. Use 
only an HP 12940A Formatted Disc Cartridge. 

f. Close the cartridge access door. 

g. Set the RUN/STOP switch to RUN to resume operation. 

CHANGING LOGICAL UNIT IDENTIFICATION 

To change the logical unit identification of the disc drive, proceed as follows: 

a. If the disc drive is operating, set the RUN/STOP switch to STOP. The DRIVE READY 
indicator will go out immediately. 
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b. Push in on the bottom edge of the control panel access door to open it. 

c. Set the UNIT SELECT switch to correspond to the desired disc drive logical unit 
address (Hewlett-Packard Interface Bus device address for disc drives with an inte- 
grated controller) which will permit proper operation with the system. 

d. Close the control panel access door. 

e. Set the RUN/STOP switch to RUN to resume operation. 

SHUTDOWN PROCEDURE 

To shut down the Jsc drive, proceed as follows: 

a. Set the RUN/STOP switch to STOP. The DRIVE READY indicator will go out im- 
mediately. 

b. Allow the spindle to halt (30 seconds or less). The DOOR UNLOCKED indicator will 
light indicating that the cartridge access door may be opened and the cartridge re- 
moved, if desired. 

c. Set the POWER switch (at rear of disc drive) to the (or off) position. (On earlier 
versions of the HP 7906, a POWER/OFF switch is located on the operator control panel 
behind the control panel access door.) The Unit Select Identification and DOOR 
UNLOCKED indicators will go out. 

RESPONDING TO DISC DRIVE FAULTS 

Disc drive faults must be referred to your local Hewlett-Packard Customer Engineer or to 
other service-trained personnel. Conditions which define drive faults are as follows: 

a. No DRIVE READY indication one minute or less (could be longer if the temperature of 
the cartridge and disc drive are not within ±3°C) after setting the RUN/STOP switch to 
RUN. This indicates that the disc drive has not reached operational status. 

b. DRIVE FAULT indicator lights at any time. 

c. For disc drives with an integrated controller, the SELF TEST FAILED indicator lights 
steady at any time. 



Authorized operator responses when the disc drive appears to be malfunctioning are as 
follows: 

a. If the DRIVE FAULT indicator is not lighted, set the RUN/STOP switch to STOP. Check 
for errors, such as an incorrect logical unit/device address, or an improperly seated disc 
cartridge. 

b. For disc drives with an integrated controller, if the SELF TEST FAILED indicator light 
blinks continuously check that the OP/SERVICE switch on the self-test panel at the rear 
of the disc drive is at the OP position. 

c. Report aii observed disc drive fauits to the supervising operator. 
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OPERATOR PANI 



DRIVE READY 

L'qn" t< Jk a fc fiai the <* fu.i ieqt ice is 
complete and the, disc drive is ready for operation. 



DRIVE FAULT 

L i [hts in irr fevent ,. mal 

fti'i ctipn occurs t'i the disc 

drive. , ,'.... "■■■■■ "'" 



CARTRIDGE 
ACCESS DOOR 



PROTECT 
UPPER DISC 

Lights whenever the 
UPPI .1 DISC i R MECT 
switch is a< tivated When 
iighti d .1 indicates thai 
boti data sui fa< es ",i the 
ufjpei (removable) disc are 
protected from any write 
' operations.'" '",' 



RUN/STOP 

When set to RUN, the startup 
sequence is initiated. After the.,. 
startup seque ice is -.omplete, 
the heads mi be loaded at 
cylinder zero and the DRIVE 
READY indicator will light.": ' 

When set to STOP, the shut- 
down se ue ice is i i fa* < 
After th<- disc has stopped 

rotating the DOOR UN- 

LOCKED md.icatoi yvili light 
. to indicate that the disc 
• srtridge r i ', be rem ivi <) 





CONTROL PANEL 
ACCESS DOOR 



SELF TEST FAILED 

Lights steady iiyheni m a dist Irlvi 
'.with 'an : integrated controlleriatls " ! 

the'self Jes'fr : '.' 



PROTECT LOWER DISC 

Lid i whenevei tl e LOWER DISC BBC FEC r 
w i h i i th ated n eri'.ligh ;d (in di te 
that the data surface ori the lower 'fixed) disc 
is protected rom any writ operations 



The, Unit Select Identification ■.■, 
Indicator displays the selected 

logical unit address of the disc 

'drive (HPrIB device: address for: 
disc drives with integrated con- 
troller) 1 ; When the disc drive is 

selected (unable to if-spond to 
the self-test S I AH i twitch for 
disc drives with integrated con- 
troller), a ligrif : eraitting diode 
is lighted in the uppet corner 
of ihij indicatoi 



DOOR UNLOCKED 

i grit when vet he 'f'N'\ 'h witch' is set 'to 
,"K> r n e vint 1 '- ha ' >|.in ii the id lock 
Sv.1 no u i et |izj d rhe cart id e ad ess io >'i 
r i now openeQ', : I o 'fights wl i ih 
H',H STOP switch' is set to Rl'M and the 
cartridge access doo s lot closed 
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CONTROL PANEL 



UNIT SELECT 

SH<vt- the logical >jmr jMr-f <■(»'« of the disc 
a" - vi' iHi'-ib rifvic- address frf disc drives 
with an integratedf.onirQJler}'. f'he Omf 
Select i-',Sf-lih^fA)?ii indicator will cc-ire- 
spofid io list jWitch setting. 



format ■;;: : ':::; : "::.."::';■ .v' ."■-,■>,.; 

When set to the alter position (up >'i »S t^'e 'boi tents '.'of l! e 
-e>.-..Di uil>ii 3ss "tuji an be changed.. Iln; position i: ised to 
initialize ar| u ire. orded disc pi to s|le.( tpi^t set protected 
track status bit; in the so* i&i address field 
When set to the protected position, the s intent; ol the sector 
address field cannot besatteced 




CONTROL PANEL 
ACCESS DOOR (OPEN) 



OPERATOR 
CONTROL PANEL* 



UPPER DISC PROTECT 
When set to the protected .position Mppi •!, 'he 
date recdrded on both st rfaces vt the uppei disc 
is protected front any w ite operations The PRQ- 
1 EC F UPPLift Ui->- ii die itor will 'tqt.t »o i id, 
< tf ih ii he data.prqtection feature s activated 

When set to the. unprotected position, the data- 
i i 'it'JwU'ii surfaces i* <l <• upp i dr i no 
ijiot ed from any write opei tion and Iihk> 
fore <t i subject to • iijnu 



LOWER DISC PROTECT 
When s* I to the pro ec ted posi ion 
(up v •) th«'da't0 recorded oil the 
data yj- '.». ..t the lowei disc is 
protected from an * w ire opera 
lions. The PROTECT LOWER 
DISC indicator will light to indi- 
cate that thecla .i protection 
feature k activated: 
When set to theut protei ted posi- 
tion, the if., 1 j ecorded i.n the 
a. ta lurfaei oi the lowei di<" <-. 
not protected from any vwite 
operations trid therefore it is 
subject to change. 



* Earlier versions of the HP 7906 have POWER/OFF switch and fuse F1 on the operator control panel. 



z-P ^NEL 



F2 

This 8-ampere, 250-volt, slo-blo Secondary fuse (part 
no. 2110-0383) provides overload protection for the 
•r36 Vdc power supply. 



F3 

This 8-ampere, 250-volt, slo-blo secondary fuse (part 
no. 2110-0383) provides overload protection for the 
+36 Vdc power supply. 



F4 

This 8-ampere, 250-volt secondary fuse (part no. 

21 10-0342) provides overload protection for the +10 

Vdc unregulated (+5 Vdc regulated) power supply. 



F5 

This 1.5-ampere, 250-volt secondary fuse (part no. 
21 10-0043) provides overload protection for the +20 
Vdc unregulated (+12 Vdc regulated) power supply. 



F6 

This 1.5-ampere, 250-volt secondary fuse (part no. 
21 10-004'. ; < provides overload protection for the -20 
Vdc unregulated (-1? Vdc regulated) power supply. 



'"*Spsps?pg;p\ wfi«^^ .^P*SW^ ® 




xmm - •-■■"-< ' I 

.■■■ *K*«.vBJisfe&.iia^-™ie<^*>s:*:..j ; 
, - i < i a- 

> ,. \ i v « c- 



it* iwr : 



# 



9 i f 

- ■ 



4 • fc 
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WARWBS 



;a : S^i<-)- ra-:a?: 




SELF TEST PANEL 

Only on disc drives with an integrated controller. A servicing aid 
for troubleshooting the integrated Controller and disc drive. 
Automatically performs a self-test routine whenever power is 
turned on, whenever the RUN/STOP switch is set to RUN, by 
system command, or by activating the self-test panel START 
switch. '■:'''.. 
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POWER PANEL 





5 g 

S ° 






"" «t 




i 




mk 




M 




OR 




• • '-s*i| 



-CT* 




^ffljf 



v. 



jB 



<tz> 



Provides protection fiom an ac power over- 
load. The current and voltage ratings and 
the HP part nun ber< o1 the required fuse 
are listed below. 



source 

VOLTAGE 



100 Vac 
120 Vac 
220 Vac 
240 Vac 



REQUIRED 
RATING 



,8ASE -,250V. 
3A SB*. 250V 
4A SB*. 250V 

4A SH , 250V 



HP PAH ! 
NUMUER. 



2110-0383 
2110-0383 
2110-0365 
2110036b 



'The St; indicates t'ha a <Jb : b!o fuse must, 
be used 



Power panel for disc drives mounted 
in a cabinet oilier than a low profile 

";" - .cabinet. ■ : , ■ ... ' 



POWEK* 

Controls the amplication of ac power to the disc , 
cli ive power supplies and blower motoi . Power 
"on" condition is with the switch m the 1 po;i- 



Power panel fdi disc drives in a low 
profile cabinet. 



i 



I 

o 




?~h Ic fhfj^H fbrrrs trial 1 rsrV'..-..'Gf- tin 



is .ti« re.8 Lot truria 1 : powsr /iImiS con nee i.or p.roviues . <-< i'0 
nean t< < ->n.>p<. f /" - powc * ji„'tr, Jr di - ii«'v>* 



* On earlier versions of the HP 7906, the POWER switch and fuse F 7 are located on the operator con trol panel behind the 
control panel access door. 
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'.-.srW 



Spfel^oh: 



|©Average rational, -detey: , 

||;Data transfer rate 

^'Bitft'soccr-d: 

II Data Capacity 



36O0rRPM 
8.3b ms 



7f,50Q,opqj 

Ui- 937.5 






Per* 

■ ' H. 

.16 

- SB.** 
7B.S43.200 



i data Byte* 



Per 



I", : :■■ 
38.401) 

S'llfiSi 



I'acks 



800. 
1.600 



'l^llllilllslffapiyijj^^ 



f| Safety : I 

^ 7906MR Master Drive, 7906SR Add On Drive. and 

i '".■• HI" IC D Dri n | ;• ems arc UL recogn ed *n ; 

C'-s cs A certified, except for Option 0t5. ■ 

% 7906M Master Drive 7906S Ado-On Drive, and 7906H1 
' . ' ,;...: ir \ ■- :■,.'. L list* i a id OS A ■<-"..--.. ■ ixco; i for 

,' 7906 .■ -V..- -r ' ri <-. and r X'-" Add-On ! - h -• ■' . ; 

'J. the yov»or switch at il le tear of tho dr've arid 790BI 1 ICD \ 

>""";. Drive- have been deigned to comply with it.<» German : 

:$ VDE safety standard VDE-0730. 

;|V' No oth^i certification is rt:ir>r.ed. 

13 Temperature 

S Operating: -10° to H UfC (50° to 104°P), 

'S':': rate of change not to exceed 1CTC (IS*F}/hr ': 

•i*S ; Non-operating: -40° to +85°C ( 40° to M49°F),> 
M irtSr tit change not to exceed 20°C (36°f-)/tmJ 



Relative humidity 






Non-ogeratirig: 

Heat dissipation 

.''■'•) ;y Mastei Drive: 
79065 Arid On Drive: 
7906H ICD Drive: 
7906MR Master Drive: 



79061 IR ICD Drive: 



8% to 80" i j 



720 watts (2458 Htti/hr) 
510 watte u 7ii1 Btu/hr) 
520 watts (1?76 Btu/hr) 
690 watt- (2355 Btu/hr)| ! 
480 watt~. (!638 Btu/hr > 
490 watl3 (1673 Btu/hr) 



Altitude 

Non-operatingi 



Sea level fo' 4572rm ;(l!5?0X»5f^ 
;!'J4.8 ■" .1 000 ■ id --.' •%■ -.- 
»'■ Ir ! ' \ h, v. i:40 -n laC.COO 1»i ; 



Power requirements 

100 •■:'.': !/£ 40V . :v : .'.;". 17.5 to 66 hi hi Jie 

| pffasf" , . ; 

j r/SOTM Master Drive: 7..XVW" *iA in.i» :'" 120 ' 
. T ?CeS Add-On Dn«e: -.1 ■.'■W 5 -5' ri:.x .\: l^i >..:•. 
raOGH iCD Drivs: 520W/5 Sft max ■ ■'; 120 '. 

• J7906MB Master Drive: 6X W "■' 3-:>A -n* • : 1,"0 ' 
7906SR Add -Or Drive: 41«0A 5 2". 'r i». @ 1."0 Vac 

I 7906HR ICD Oriw: 4a3/v C- tA in.ix @ '20 

- ; Note For /906M.'MR with option 100. 
i add 35W/0.55A mac @ S20 Vac. ". 

Seek time 

■ Track-to track: 5 

Average random 25 i 

' 'Full stroke (typical over 100 tracks;: 45 ms 



Tilt 

Continues to operate up- to 
horizontal axis 



?C • i -.-';".',-. abot i elthei 



Dimensions 

79C6M Masts' Drive. 78CSS AsiH-Qn Drive and 
7906H ICD Drive in Low Profile Cabinet 

Height. 

j Width: 

Depth: 



71 .a 


:Cr|} 


(28 


ws 


mm 


55 3 


"cofi 


m 


78 


in.) .i- 


79.1 


Em 


m 


13 


Iri 



40.0 cm (15.75 in.) : || 
43.0 cm (1S.9 i 

44.1 cm (17.38 in.)f 
71 I cm '•- " 



7908 Orl^e {tor 7&C§MR/SR/HRj 

H&lift.: 
Panel Width: 
Widtti Behind Panel 
Defi.'ii Behind Pane! 

Net weight 

79Q6M Master Drive in I ow Profile Cabinet: 104 ! 

];... ., :T.:r[ : -^-\j"\, : ::\ 1 ..:'\^rj;y" (3401 

7906S Add-On Dr>v<? m Lew Pr We Cabinet; 138 I 
■: ■ (303I 

7906H CI > i irive in Low Profile Cabinet: !38 9 i 
j ,.,': ■.■■ (305 I 

7906yH Mastei Drivo: 87.2 kg (192 ! 

i 7906SR"Add~Qn Drive: , 73.5 kg (162 ! 

7?06ri4 ICD Drive tA 4 Ng (164 i 



ra 
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